TELETYPE CORPORATION 
Skokie, Illinois 


SECTION 573-1 44-B00TC 
Issue 1, October, 1965 


28 ond 35 MULTI-MAGNET NON-TYPING REPERFORATOR BASE (LARB) 


PARTS 
Contents 

Tope Container 

Bose 

Base (Continued) 


Auxiliary Reperforator Base with Tape Container (11/16") 
Double Plate Bose 

162957** and 305141** Tape Winder Assemblies 
178702** (11/16" Tope) and 178703** (1* Tape) Tape 
Container Assemblies w/o Tape-out Switch 

164774** (1" Tape), 164775** (7/8" Tope) and 164776** 
(V/16" Tope) Tope Containers 

162923 Modification Kit to Provide Non-Metered Tape-out 
Double Plate Base with Tape Container Brocket 

304880 Tape Container Assembly 

307120 Chad Box Assembly 

Numerical Index 


PAINT FINISH COLOR CODE CHART 
(for ports and assemblies requiring @ paint finish) 


Ter 


Blue, Medium 
Brown, Dark 
Brown, Light 
Fawn 

Gray, Beige 
Gray, Charcoal 
Gray, Dark 


Finish Suffixes 


Gray, Federal 
Gray, Green 
Groy, Light 
Groy, Covert 
Groy, Olive 
Gray, Moritime 


Yellow, Pastel 


The double asterisk (**) denotes a painted part. Suffix to be applied following the part number. 


Number in parenthesis 


jicates Bell System code 


21957 ond 1961 by Teletype Corporation. 
All rights reserved 
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FIGURE 1. TAPE CONTAINER 
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FIGURE 2. BASE 
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FIGURE 4, AUXILIARY REPERFORATOR BASE WITH TAPE CONTAINER (11/16") 
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FIGURE 5. DOUBLE PLATE BASE 
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FIGURE 2. 162923 MODIFICATION KIT TO PROVIDE NON-METERED TAPE OUT 
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FIGURE 10, DOUBLE PLATE BASE WITH TAPE CONTAINER BRACKET 
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FIGURE 11, 304880 TAPE CONTAINER ASSEMBLY 


ISS 1, SECTION 573-144-800 


FIGURE 12, 307120 CHAD BOX ASSEMBLY 
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wim 
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Description and 
Page Number 


Screw (2-56 x §/8 Fil) 12 
Washer, Lock 2 10 9, 11 
Spring 5 

Washer, Lock 4,5 

Washer, Lock 3, 4,5, 17 
Spring 12 

Wiather, Fat 4,6, 11 

Nut (6-40 Hex) 5,9 

Wather, Flot 2, 5, 9, 12 
Washer, Lock 2,3, 5, 8,9, 11 
Washer, Lock 6, 7, 11 

Spacer’ (.188" Thi) 8, 9 
Serew (8-32 x 1/8 Fil) 6, 11 
Washer, Flot 2, 410 9, 11 
Spacer (.094" Thk) 2, 5, 7,8 
Serew (2-86 x 5/32 Fit) 13 
Serew (3-48 x 1/4 Fil) 11 
Washer, Flat 7 

Washer, Lock 6 

Serew (8-32 x 9/8 Fil) 7 
Washer, Flat 8, 9 

Bushing 7 

Washer, Fi 
Serew (640 x 20/64 Hex) 7 
Teminel 3, 5,6 

Sering 2,9 

Spring 2,5,8,9 

Nut (15/92-32 Hex) 3, 5, 6, 11 
Nut (15/3232 Ring) 3, 5,6, 11 
Screw (2-56 x 1/8 Ra) 5 
Washer, Lock 2,5, 9 12 
Wiosher, Lock 

Wsher, Flat $ 
Jumper (7° Black) 7 

dumper (7° Red) 7 

dumper (7° White) 7 

Roller 5 

Washer, Flat 9 

Washer, Lock 

Bracket, Switch 3 

Washer, Flot 7 

Foot, Rubber 6, 17 

Lid, Tope Reel 7 

Serew (1/4-32 x 11/32 Hex) 4 
Switch, Toggle 5 

Switeh, Toggle (Se-St) 3, 11 
Teminal 3, 6 

Washer, Lock 7 

Washer, Lock 7 

Spring 12 

Serew (6-40 x 5/16 Fil) 3,5, 11 
Washer, Flat 7 

Connector, Plug (4 4) 9 
Connector, Receptacle (4 Pt) 9 
Wither, Flat 7 

Nut (10-32 Hex) 3 

Nut (2-56 Hex) 13 

Connector, Receptacle (2 1) 6 
Connector, Plug (2) 3, 6 
Holder, Fuse 5 

Wosher, Flat $ 

Ingvlotor (.032" The) 2, 5, 9, 12 
Ring, Retaining 8, 9 


i2iale 
rial 
121581 
123706 
124396 
124999 
25011 
125015 
25724 
179382 
138538 
142612 
142622 
142623 
142624 
142425 
142626 
Vaaeave* 
142630" 
142635, 
142636 
142637 
Vazeaaee 
142665 
143256 
483) 
130336 
130949 
130950 
130966 
130992 
151152 
15179 
151245, 
151335 
1stait 
151412 
sia 
1sial6 
151483, 
151872 
151408 
151610 
151626 
151630 


151631 


151832 
151637 
151657 
151685 
151888 
151692 
151721 


NUMERICAL INDEX 


Description ond 
Page Number 


Ring, Retaining 7 
Plate (On-OM) 3, 5, 6, 11 
Clamp, Cable (/16"1D) 2,7 


Clomp, Coble (5/16" 1D) 3, 4,7 
CClomp, Cable (8° 1D) 5 
Boller 7 

Serem, Shoulder (6-40) 7 
Serem (8-32 x 1/4 Hex) 7 
Serew (10-32 « 1/4 Flat) 
Switch Assembly 6 


Switch, Sensitive 2,5, 9,12 
Washer, Flat 9, 11 
Washer, Flt 2, 4,5,7,9 


Nut (1/4-32 Hex) 4 
Grommet, Rubber 5 
Fuse (2 Amp Si-Bl) 5 


Ponel, Right 8 
Spacer (.890" Thk) 8,9 
Spacer (1,078° Thi) 9 
Spacer (1.203° Thk) 8, 9 
atoiner 8,9 

Nut (8-32 Spl) 6,11 
Indvetor (1.7 Oh) $ 
Board, Terminal 7 

Bushing 8,9 

Plate, Serial 

Plate, Code 5 

Inavlator (1-4) 3, $, 11 
Stud 8 

Serew (4-40 x 3/16 Mex) 11 


Stud 3, 5,11 
Block, Terminal 3 
loaulatoe (1-9) 3 
Block, Terminal 3, 5,11 
Nut (6-40 Hex) 3, 5, 11 
Nut (10-32 Hex) 5, 6 
Washer, Lock 5, 6, 10 


Serew (10-32 x 1 
Wether, Flat 2 
Terminal 2, 5,7, 12 


Screw (6-40 x 5/16 Hex) 2, 4, 
70 

Serew (6-40 x 3/8 Hex) 11 
Serew (4-40 x 1/4 Fil) 3,5 
Screw (Grd0 x 1/4 Fil) 5, 8,9 


Serew (4-40 x 5/16 Fi 
Serew (4-80 x 5/8 
Serew (6-40 x 3/16 Fi 
Serew (6-40 x 3/4 Hex) 2, 5,9 


Port 
Number 


1si7z2 


151723 
151724 
131827 
151680 
152890 
153442 
153597 
153539 


153679 
153819 
153699 
134047 
135750 


135751 
135753 
135755 


135861 
56183 
156334 
156337 
156399 
156300 


Description and 
Page Number 


Screw (6-40. 3/16 Hex) 3, 7, 
n 

Serew (10-32 x 3/8 Hex) 5, 6, 11 
Screw (10-32 x 5/8 Hex) 5 
‘Strap, Terminal 11 

Nut (4nd Hex) 8, 9 

Wosher, Flat 7 

Serew (10-32 x 1/2 Hex) 5 
Screw (6-40 x 9/32 Hex) 7 
Serew (6-40 x 11/16 Hex) 2, 5, 


Screw (6-40 x 5/8 Hex) 7 
Post, Spring & 
Sleeve, Insulating (Y/32 1D x 
V2" tg) 3,5 
Sleeve, Insulating (1/8 10 « 
1" tg) 23,9 

Insulating (1/8 10 x 
V2" tg) 7, 12 
Sleeve, Insulating (11/64 1D x 
5/8" La) 5,10 

Lock 7 


Bracket, Adjusting 4 
Bushing 2, 5,9 

Lever, Switch 2, 5,9 

Bushing 2, 5,8,9 

Lever, Tape 2,9 

Container, Tope 2 

Guide, Tope 2 

Serew (6-40 x 7/32 Fil) 9 
Jomper 2-2/4" Block) 6 
Screw (640 x 7/32 Hex) 6 
Brocket 11 

Screw (8-32 x 9/32 Hex) 7 
Screw (10-32 9/18 Hex) 3, 4 
Screw (1/432 x 5/16 Hex) 4 
Guard, Geor 4 

Serew (2-56 x Y/4 Fil) 2,5,9 
Cable Asvembly 2 

Bracket, Connector Mounting 3 
Connector, Plug (224) 3 
Gable w/Terminals 3 

Coble Assembly 3 

Lever, Tope 8 

Reel, Tope 2, 5,9 

rocket 10 

‘Motor, 115V AC Shaded Pole 7 
ove 4 

Post 4 

Post 4 

Post, Spring 2, 5,9 
Connector, Receptacle (16 P1) 5 


Port Description ond 
Number Poge Number 
159604 Screw (10-32 « 1/2 Hex) 4 


139610 Mount, Vibration 6, 11 
18173 Container, Tope 5 
161803, 

162075 

162077 

162900 

162901 

162902 Bracket, Switch & 
162904 Post 5,6 

162905 Post 5 

162906 Stud 5, 6 

162923 Medication Kit 10 
162943 Guide w/toller 8, 9 
162957** Winder Awambly Tope 7 
162978 Disk, Tope Real 7 
162900 Hub w/Bolls 7 
162963__Amm, Tape Tension 7 
162905 

142986 

163517 Bushing, Rubber 5 


\dentfication (Teletype) 5 
6 

Ponel, Left Tope Container 9 
164769** Panel, Right Tape Contalner 9 
nee) 

Right 9 

Coble Assembly 9 

164773** Plate, Mounting 9 


NUMERICAL INDEX (Continved) 


Description ond 
Page Number 


Container Assembly, Tape (1) 9 
Container Assembly Tope 7/8") 9 
Container Assembly, Tape (11/16") 9 
Stud, Mounting (3-39/64" Lg) 5. 
‘Stud, Movating (S-11/6" Le) 5 


‘Serew (10-32 x 5/16 Hex) 3, 10 
Ball, Tape Sensing 12 
Ball, Switch Actuoting 12 


1SS 1, SECTION 573-144-800 


Port Description ond 
Number Page Number 
178714 Switch, Rocker Type 7 
V78715 Stud, Tope 7 

179870 trockat, Fure 5 

179671 Coble w/Teminals 5 
194178 Switch, Push Button 10 


2O7RIBWU Spocer (.937" The) 2 


304875 Plate, Lower Bose 11 
304876 Plate, Upper Bose 11 
204878 racket, Tepe Container 11 
304879 Contin, Tope 12 
304880 Contoinar Assembly, Tope 12 
904882 Bracket, Connector 11 
308122 Support’ 11 

305123. Box, Chod 13 

305135** Brocket, Mounting 7 
305199 Bracket, Switch 7 
305141** Winder Asambly,Tope 7 
305148 Coble Awombly 12 
[306633 Coble Auombly 7 

306640 Guide, Tope 1 

306642 Guide, Tope 11 

306643 Guide, Tope 7 

307088 troce 11 

207072 Connector, Plug (5P1) 7 
07111 Chomp 11 

07112 Letch, Cover 11 

07118 racket 11 

07119 Deflector, Chod 13 
307120 tox Auembly, Chad 13 


‘Refer to same 1 for Finish suffix 
anne ta’ 


